FIRST  BAPTIST  CHURCH 

N.  Ervay,  Patterson,  St.  Paul,  and  San  Jacinto  Sts. 
Constituted  1868 
DR.   GEORGE  W.   TRUETT,  Pastor  since   189  7. 
Building  Open   Every  Day 
Seating    capacity:    Auditorium    4,000;  Seven-story 
Educational  Building  7,000. 


